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News of the Sections 


President Dobbin and Secretary 
Little attended meetings of the 
Florida and Southeastern Sections 
last month and report lively interest 
and well attended sessions. 

The Kentucky-Tennessee Section 
will more than likely have a get- 
together dinner at the Memphis 
convention. 


Memphis Convention 


AYOR WATKINS OVER- 

TON of Memphis has shown 

the greatest of interest in 

our convention and has cooperated 

to the fullest extent. The Associa- 

tion will be honored by having 

him deliver the welcoming address 

at the opening of the convention 
on Monday morning, May 2. 

Things have gone along so 
smoothly as far as preparations 
for the convention are concerned 
that great credit is due James 
Sheahan, General Superintendent 
of the Memphis Water Depart- 
ment, who handled all the many 
details. At no previous conven- 
tion have affairs been taken care 
of in a better manner. The Hotel 
Peabody has just about ideal ac- 
commodations for exhibits, meet- 
ings and entertainments. 


More INstrRuctTIvE AND BETTER 
EXnuIBITs 


Be sure to make a careful inspec- 
tion of every exhibit this year. 
Over sixty-five manufacturers are 
displaying their products, many 
featuring new ideas and all vying 
with one another to make their 
en the most instructive of the 
ot. 

In order to keep all entertain- 
ment features within the conven- 
tion hotel, it became necessary to 
utilize both the Lobby and 
Mezzanine Floor for exhibits. Make 
a careful inspection of each floor and 
show by your interest at Memphis 
whether or not more instructive and 
better exhibits are wanted at future 
conventions. 

Registration: Members and 
guests may register by mail if they 
so desire. This will alleviate the 
congested conditions at the regis- 
tration desk Monday morning. It 
is only necessary to send in a check 
for $5.00 (the regular registration 
fee for each member and each 
guest), and then tickets for all en- 
tertainments and a badge will be 
mailed immediately. Those who 
do not care to register by mail may 
do so Sunday evening, May 1, at 
7 o’clock if they arrive in Memphis 
on Sunday. 
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Transportation: Reduced Rail- 
road Fare: The railroad passenger 
associations have granted the Asso- 
ciation the fare and one-half rate 
for the round trip. This will be 
on the Identification Certificate 
Plan, the same as last year. Iden- 
tification Certificates have been 
sent out to all members, entitling 
them to purchase railroad tickets 
at this reduced fare. 

Golf Tournament: All _inter- 
ested in playing in the annual water 
works golf tournament please leave 
names at information desk when 
registering. Give club handicap or 
three best scores of the year. Prizes 
will be provided. The tournament 
will be held at the Colonial Country 
Club, Wednesday, May 4. 


W. Compton Wills was appointed 
Chief Engineer of the Wilmington, 
Del., Water Department on March 
1, 1932. 


News of the Manufac- 
turers 


Alco Products, Incorporated, 
220 E. 42nd St., New York, N. Y.— 
William C. Dickerman, President 
of the Montreal Locomotive Works, 
Ltd., announced recently that at a 
meeting of the Board of Directors 
on March 2 William F. Drysdale 
was appointed Vice President— 
Sales and H. C. Butler was 
appointed Vice President—Manu- 
facturing of the Montreal Locomo- 
tive Works, Ltd. and all of its sub- 
sidiaries. 

The Montreal Locomotive 
Works, Ltd., will manufacture and 
sell self-propelied rail units in ac- 
cordance with the engineering and 
specifications of the J. G. Brill 

mpany of Philadelphia, Pa., a 
complete line of process plants and 


equipment for the oil refining in- 
dustry, using the patents and proe- 
esses controlled by Alco Products, 
Incorporated, New York, N. Y,, 
and a complete line of modem 
Diesel engines, in accordance with 
the designs and patents of the 
MelIntosh & Seymour Corp, 
Auburn, N. Y. At the same time, 
the Works will continue to manu- 
facture and sell steam, electric and 
Diesel locomotives as heretofore. 
Mr. Butler formerly was Manager 
of the Montreal Locomotive Works, 
Ltd., and was located at Montreal, 
Allis-Chalmers Manufactur- 
ing Company, Milwaukee, Wis.: 
L. W. Grothaus has been appointed 
general representative of the Allis- 
Chalmers Manufacturing Company, 
according to the statement of Otto 
H. Falk, President. Mr. Grothaus 
became affiliated with the Allis- 
Chalmers Manufacturing Company 
with the acquisition of the Bullock 
Electric Manufacturing Company, 
Norwood, Ohio in 1904. He was 
transferred to the home office at 
Milwaukee in 1908, which made 
possible a thorough knowledge of 
all the products manufactured by 
the Company. In 1913 he became 
sales engineer in the Milwaukee 
District and continued in that 
capacity until 1917, when his ser- 
vices were loaned to the Govern- 
ment as a member of the staff of 
the War Industries Board. Due to 
his thorough knowledge of the elec- 
trical and power generating machin- 
ery, he was assigned among other 
duties, the responsibility of allocat- 
ing the capacity of the steam 
turbine industry to the war needs 
of the Army, Navy and Emergency 
Fleet Corporation. Mr. Grothaus 
remained a member of the War 
Industries Board until December 
31, 1918, returning to the Allis 
Chalmers Manufacturing Company 
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when he was made manager of the 
Minneapolis District Office, and 
later given charge of the Cleveland 
Sales District. He was next pro- 
moted to the position of Assistant 
Manager of the Electrical Depart- 
ment in charge of Norwood Works, 
and in the fall of 1929, he was trans- 
ferred again to the home office at 
Milwaukee, to take up new duties 
as Assistant Manager of the Elec- 
trical Department. 

Baldwin-Southwark Corpora- 
tion, Philadelphia, Pa.: They an- 
nounce that their “Southwark 
Division has added to their already 
wide line of hydraulic valves, a 
group of valves especially designed 
for the field of water works and 
hydro-electric power generation. 

“This line of valves has been 
newly developed by Southwark to 
assist water works engineers in solv- 
ing some of the difficult problems 
met in handling water at high 
velocity through lone pipe lines, and 
to eliminate dangerous pressure 
surges and water hammer condi- 
tions. 

“The Larner-Johnson, internal 
cylinder, balanced plunger principle 
is employed in the design of many 
of these valves, which includes 
slow-closing check valves having an 
adjustable rate of closure, pressure 
regulators which function without 
oscillation or ‘chugging,’ surge su 
pressors which involve an entirely 
new principle of operation, altitude 
valves, automatic air valves, throt- 
tling valves and automatic gate 
valves. They are available in all 
sizes. 

“A bulletin descriptive of this 
line is ready for distribution, and 
requests for copies will be promptly 
granted. Give name, company (or 
municipality), position (or office) 
and address.”’ 
wChemung Foundry Corpora- 
tion, Elmira, N. Y.: They an- 


nounce that they “have brought out 
a complete line of service boxes, 
valve boxes, roadway boxes, meter 
boxes, gas drip boxes, vent boxes, 
test valve boxes, manhole castings, 
valve vault castings as listed in 
their Catalog #1. Unquestion- 
ably, readers will be interested in 
new sources of supply for equipment 
of this kind and particularly in view 
of the very fine quality of work 
which is being produced by the 
Chemung Foundry Corporation.” 

Bastian-Blessing Company, Chi- 
cago, Ill.: They have sent out a 
notice as follows: “One of the 
most informative booklets which 
has ever been offered the welding 
fraternity is available. The title, 
‘Proof Plenty’ is lived up to by the 
text, which shows beyond doubt 
that welding pipe offers better re- 
sults at a lower cost then any other 
method. Case historiesshow exactly 
how well known organizations pro- 
ceeded to overcome specific prob- 
lems; these are condensed and illus- 
trated so as to be of greatest value 
to the welding shop designer, fore- 
man or welder. Copies of the book- 
let, ‘Proof Plenty’ are available to 
anyone interested in pipe welding. 
Address The Bastian-Blessing Com- 
pany, 240-258 East Ontario St., 
Chicago, Ill.” 

Globe Phone Manufacturing Cor- 
poration, Reading, Mass.: Some 
of their very interesting literature 
reads as follows: ‘The Globe Geo- 
phone is an invention brought into 
being during the World War for 
the purpose of detecting enemy 
sapping and underground mining 
operations and for locating enemy 
artillery. 

“The Geophone has nothing elec- 
trical about it; it is mechanical 
entirely and operates upon the 
principle of the seismograph, the 
instrument used for detecting and 
recording earthquakes. 
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“With the Geophone, you can un- 
failingly and accurately locate 
underground leaks, both water and 
steam, that make the slightest 
sound, and save the cost of expen- 
sive surveys, street digging, street 
paving replacement, time wasted 
and arguments with customers. 

“The Geophone, when placed in 
contact with the earth, either on 
the surface or underground, detects 
vibrations from a distance and 
through the rarefaction and{com- 
pression of the air in the tightly 
sealed instrument these vibrations 
are transformed to sound waves and 
carried to the ears of the operator 
by means of rubber tubes. 

“It is not necessary for sound, 
meaning vibrations of such range 
as comes within the compass of the 
human ear, to reach the Geophone 
in order that sound may be heard 
in the earpieces. The wave motion 
communicated through the earth 
may be as absolutely soundless as is 
the electric current which serves to 
transmit a telephone conversation, 
and yet be transformed to sound in 
the air-chamber of the Geophone, 
much as the electrical energy in the 
telephone circuit is made manifest 
in the receiver as sound, though no 
actual sound passes over the wires. 

“Can Detect Nature of Sound— 
The instrument is extremely sen- 
sitive, not only to vibration, but to 
variations in the vibrations, so it is 
very easy to detect the nature of the 
sound, whether it is pick, hammer, 
explosion, fire, running water or 
whatever the cause of the earth 
waves may be. 

“The time required to locate a 
water leak, when within fifty or 
seventy-five feet of it, is seldom over 
fifteen or twenty minutes, and 
usually much less; and it is often 
possible, after one is thoroughly 
familiar with the use of the Globe 


Geophone, to determine the size of 
the leak over a wide range.” 

Wallace and Tiernan Com- 
pany, Inc., Newark, N. J.: Their 
recent announcement reads ag 
follows: ‘‘W & T Market Improved 
Type of Comparator For Direct 
Readings of Residual Chlorine— 
The ortho-tolidin test, generally 
accepted as the most accurate meas- 
ure of residual chlorine, forms the 
basis of a new, improved chlorine 
comparator made by Wallace & 
Tiernan. Preparation of liquid 
color standards is unnecessary. The 
use of non-fading, accurately cali- 
brated glass color standards reduces 
both the time and number of opera- 
tions formerly required to make 
routine tests. This self-contained 
pocket unit encourages more fre- 
quent tests because of the extreme 
simplicity with which they are made. 

“Color plates revolved in a cir- 
cular disc in front of the sample, 
give direct readings of residual 
chlorine in parts per million through 
an opening in the front of the case. 
The use of two tubes, one for the 
sample containing ortho-tolidin and 
one for an untreated sample, in- 
sures accurate readings in spite of 
colored or turbid waters. Inexperi- 
enced operators at water and sewage 
plants and attendants at swimming 
pools use this device after a few 
minutes study. While complete in 
every detail, it is small enough to 
carry easily in a coat pocket or bag. 
The entire unit is enclosed in a 
durable, corrosive-resistant Bake- 
lite case. 

“Supervising officials, as well as 
plant operators, find it a scientific, 
workmanlike outfit for daily use in 
laboratory or field. For informa- 
tion and prices of the new W & T 
Hellige Comparator, write Wallace 
& Tiernan Company, Inc., Newark, 
N. J. Ask for Technical Publica- 
tion 154.” 
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